
MASONIC MEDICAL RESEARCH LABORATORY 

2150 Bleecker Street • Utica, N.Y. 13501-1787 
(315) 735-2217 



Dr. H. McAllister 
Research Director 


Council for Tobacco Research 
USA Grants 
900 3rd Ave. 

New York, NY 10022 


Dear Mr. McAllister: 


The Masonic Medical Research Laboratory would like to apply for a 
grant-in-aid. We would appreciate receiving grant application 
procedures and requirements. 


Sincerely, 



Ronald P. Kamp 
Director of Development 
and Communications 


Source: https://www.industryclocuments.ucsf.eclu/docs/mygc0000. 



